Bn&GVvatec  port  Sanitary  Hutborit^. 


ANNUAL  REPOKT  for  the  Year  1913. 


I have  the  honour  to  submit  my  Report  on  the  work  of  the 
Bridgwater  Port  Sanitary  Authority  for  the  year  ending  the  31st  December,  1913- 

The  Health  conditions  of  the  Port  continue  to  be  satisfactory,  no 
cases  of  sickness  have  been  reported  and  no  death  has  occurred  on  board 
any  vessel. 

There  have  been  no  arrivals  from  infected  Ports  and  no  special 
warnings  have  been  received. 

Appended  to  this  Report  is  one  I have  received  from  the  Inspector 
of  Nuisances  (Mr.  Francis  Parr)  as  follows : — 

I have  to  inform  you  that  during  the  year  ending  the  31st  December, 
1913,  the  usual  inspection  of  vessels  arriving  within  the  jurisdiction  of  the 
Port  Sanitary  Authority  has  been  fully  maintained,  and  I herewith  beg  to 
submit  a table  shewing  the  number  of  vessels  entering  the  Port  during  each 
month,  the  number  of  visits  paid  and  defects  found  to  exist,  and  a second 
table  indicating  the  nature  of  the  defects  and  how  they  were  dealt  with. 

TABLE  No.  1. 

Shewing  the  number  of  vessels  entering  the  Port,  the  number  of 
inspections  made  and  the  Sanitary  defects  discovered. 

Defects. 


British. 

Foreign. 

Total. 

Visits. 

British. 

Foreign. 

January 

107 

— 

107 

76 

3 

— 

February 

111 

1 

112 

89 

1 

2 

March 

89 

— 

89 

67 

o 

— 

April 

155 

1 

156 

128 

2 

— 

May 

137 

2 

139 

102 

2 

3 

June 

120 

2 

122 

109 

1 

2 

July 

124 

2 

126 

107 

3 

1 

August 

130 

6 

136 

109 

3 

3 

September 

123 

2 

125 

98 

3 

4 

October 

127 

1 

128 

93 

2 

1 

November 

105 

— 

105 

81 

4 

— 

December 

83 

— 

83 

57 

3 

— 

Totals 

1411 

17 

1428 

1116 

29 

16 
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TABLE  No.  2. 

Nature  of  defects  and  how  dealt  with. 


British. 

Foreign. 

Total. 

Dirty  Forecastle 

10 

3 

13 

Damp  Forecastle 

6 

1 

7 

Gear  stored  in  Forecastle  ... 

6 

— 

6 

Dirty  Latrines 

— 

1 

1 

Dog  in  Forecastle 

1 

— 

1 

Defective  Port  lights 

1 

— 

1 

Water  Tanks  dirty  & water  bad 

— 

2 

2 

Latrines  choked 

3 

9 

12 

Bed  Berths  dirty 

2 

— 

2 

Totals 

29 

16 

45 

Abated. 

13 

7 

6 

1 

1 

1 

2 

12 

2 

45 


All  the  requirements  of  the  Authority  were  carried  out  in  respect  of  the 
45  notices,  previous  to  the  vessels  leaving  Port. 

With  reference  to  the  acquisition  of  a site  for  an  Isolation  Hospital,  I 
have  made  several  inspections  but  up  to  the  present  time  have  nothing  definite 
to  lay  before  you. 


G.  W.  HARVEY  BIRD. 

Medical  Officer  oj  Health. 


28th  January,  1914. 


